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Address of the President 

ALLEN, J. R., Disc. on Vacuum-cleaning 

Air-leakage and Wind Velocities, Tests of 

Air-washing Apparatus, Amount of Solid Material Removed by 

ALLEN, J. R., Disc. of Ventilating Sub-basements in Stores 

Annual Meeting, Proceedings of 

Barwick, THOs., Disc. of Durability of Welded Pipe, 114; Disc. on Air- 
leakage, 179. 

Birp, Paut P., Smoke Prevention, Paper CCXLII 

BisHop, C. R., Disc. on Pipe-line Design for Central Station Heating 

Boilers, House-heating, Rating of 

Botton, R. P., Disc. on Heating High-school Buildings 

Botton, R. P., Disc. on Standards of Ventilation, 138; Disc. on Free En- 
gineering, 238. 

Building Laws, Chicago Code 

Building Laws, Different States 

BuRRAGE, SEVERANCE, Paper CCXXXV., The Value of Good Ventilation. 

Busey, FRANK L., Disc. of Positive Air-supply for Testing Furnaces 

Busey, FRANK L., Disc. on Smoke Prevention, 231; Paper CCXLIV., Basis 
for Rating House-heating Boilers and Furnaces, 242. 

BusHNELL, S. M., Disc. on Pipe-line Design for Central Station Heating. . 

Carbon Dioxide, Method of Determining 

CARPENTER, R. C., Disc. of Factory Ventilation Law, 69; Disc. of Durability 
of Welded Pipe, 114. 

CaRPENTER, R. C., Disc. on Ventilation of the Capitol 

CueEw, F. K., Disc. of Factory Ventilation Law 

Chicago Building Code, Law on Ventilation 

CouBERrT, Dr. W. F., Disc. on Positive Air-supply for Testing Furnaces, 317; 
on Vacuum Cleaning, 319. 

CoLLAmorgE, R., Disc. on Heating School Buildings 

Davis, F. K., Disc. on Rating of Heating Boilers, 99; Disc. on Placing Radi- 
ators on Inside Walls, 163. 

Davis, J. H., Disc. on Free Engineering 

DownnELLy, J. A., Disc. on Pipe-line Design for Central Station Heating. . 

Engineering, Free, Paper CCXLII., by Geo. W. KniGut and PERRY WEST 

Evans, W. A., M.D., Standards of Ventilation, Paper CCXXXV 

Exhaust- versus Live-steam Heating, Disc. on 

Factory Ventilation, Proposed Law 

Fitts, J. L., Disc. on Testing Air for Carbon Dioxide 

FRANKLIN, A. B., Disc. on Durability of Welded Pipe 

Furnace-testing, Durability of a Positive Air-supply for 
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Girrorp, B. T., Paper CCXXXIL., Pipe-line Design for Central Station 
GirrorD, R.L., Disc. of Exhaust Versus Live-steam Heating. 
- Gessner, A. W., Tests of Warm-air Furnace Piping, Paper CCXLV.. 
Gutick, L. H., Disc. on Standards of Ventilation...................... 
HALE, J. F., Disc. on Exhaust- Versus Live-steam Heating............ 
Harpine, L. A., Disc. on Rating of Heating Boilers.................... 
Haywarb, R. B., Disc. on Heating High-school Buildings.............. 
Health and Ventilation, Chicago Report... 
Heating and Ventilating High-school Buildings at Decatur, Ill., Paper by 


Heating, Central Station, Pipe-line Design for, Paper CCXXXII........ 
Heating System in Northwestern University, Test of.................. 
HorrMan, J. D., Disc. on Diffusion of 
HorrMaN, J. D., Disc. on Exhaust- Versus Live-steam Heating.......... 
JEuettT, S. A., Disc. on Pipe-line Design for Central Station Heating. ... 
Kent, WILL1ay, Disc. on Rating of Heating Boilers, 97; Disc. on Standards 
of Ventilation, 133. 
Legislation, Compulsory, Report of Committee on, 17; Report of New York 
State Committee, 64. 
Lewis, S. R., Disc. of Tests of Air Currents in Rooms......... onewesveys 
Lewis, SAMUEL R., Paper CCLXVI., Heating and Ventilating High-school 


Mackay, Ws. M., Disc. on Operation and Care of Heating and Ventilating . 


Mackay, W. M., Disc. on Reluctance to Divulge Alleged Secrets........ 
Macon, W. W., Disc. of Tests of Quality of air, 161; Disc. of Rating House- 

heating boilers, 256. 

Macon, W. W., Disc. on Reluctance to Divulge Alleged Secrets........ 
Moore, Joseps A., Disc. on Factory Ventilation Laws, 72; Disc. on Up- 

draft Ventilation, 138. 
Operation and Care of Heating and Ventilating Apparatus, Disc. on... . 
Patterson, N. L., Disc. on Operation and Care of Apparatus.......... 
Pipe-line Design for Central Station Heating, Paper CCXXXII., by B. T. 


Piping, Air-Furnace, Tests of, Paper CCXLV., by A. W. GLESSNER...... 
Proceedings of the Annual Mesting, 9; Semi-annual, 185. 
Quay, D. M., Ventilation of the Macy Store, New York, Paper CCXLVII 
Report of the Board of Governors............0.+seceeeceseeeeeeeeeees 
Reportfof Committee on Effect of Air-leakage and Wind Velocities on 
{. Heating Guarantees 
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Report of Committee on Rating of Heating 93 
SMALL, J. D., Disc. of Exhaust- Versus Live-steam Heating.............. 315 
Smoke Prevention, Paper CCXLII., by Paut P. Brrp.................. 216 
Society, Outlook of the. (President’s Address)...............--..2005: 205 
' SPELLER, FRANK N., The Durability of Welded Pipe in Service, Paper 
Street-car Ventilation, Paper by W. THORN..................020-0000 296 
Test of Heating System in Northwestern University. 45 
Tuomas, R. H., Disc. on Air-washing Apparatus....................-- 
THompson, Netson S., Paper CCXXXV., Ventilation of the Capitol, 
TuHorn, W., Street-car Ventilation, Paper CCXLVIII.................. 296 
Ventilation in Buildings, Chicago Code. 20 
Ventilation Laws in Different 25, 187 
Ventilation Laws for Factories, New York State...................205- 66 
Ventilation Laws for Factories, Massachusetts...................0005- 72 
Ventilation in schools, Chicago Report........... 34 
Ventilation in School Rooms, Experiments on ees 284 
Ventilation of the Capitol, Washington, D. C., Paper CCXXXV., by N. S. 
Ventilation of the Macy Store, New York, Paper CCXLVII., by D.M 


Ventilation, Standards of, Paper CCXXXV., by W. A. Evans, M.D. .... 126 

Ventilation, the Value of Good, Paper CCXXXV., by SEVERANCE BURRAGE 122 

Wa tprov, F. A., Disc. on Durability of Welded Pipe.................. 118 

WEINSHANK, THEO., Disc. on Legislation in Indiana, 194; Disc. on Care of 
Apparatus, 306. 


West, Perry, Paper on Free 
Wuirtsn, H. W., Disc. on Circulation of Air, 157, 167; Disc. on Air-leakage. 177 


